Z, NEW JERSEY 


July, 1952 


NEWARK CENTRAL PLANNING BOARD 


No 


ar OF PROPOSED ZONDIG oroanan 


== VERTU T 
— ter rame p Me sus um | nre m 
fe zasto Rowi reser [1o 2% poree | 4,00 są ro [gle Fatty nitum 
e. me ie Fm Lr 
z Nock 5 e Side 3h Pet | SO* Maximum space and 12,000 cusfte 
pot era mc 
jena RESIDENCE 2h Stories fe Feet or 10 Percent of 25 Percent 1,500 są. ft. | 
Tee” crc: Firm 
P Bia ag ee | Sor Stance 
lo" gh, | 
jrd RESIDENCE permitted in 2nd Residence 4 Stories ho Led or 1B" for each foot | » Api at of | = don p E dwellings must 
Euler nitri rli VER" muni idum | eiu wit pod 
emerit moe sont, tel us og Mmm | EE sre I 
Ra fos tinm Mri | terit wm 
e p———— —— — 20 Pout cor ——— 
tr eres Moree” eut | tulteehotge | matter tow p 
meee °F | Sie ace’ | to pet ea p". 
E [anier teo 
T T 
— Sae ae atm snoept | one gor Danis -| 20 Frnt of mmm 
finde aloe ke ta rd Slee ter ory 
E SSE EO MEER m. Ets 
weim E 
| 
T T 
— Fd RE WE 
foret [Emm ZOE 
EE Meus TEE ora 
ER WEZ EIE 
J Tss rajini) wnily as io Srd Roels 
| |= 
Sa Maia seres [uere | ame (3 one (Sse emm 
eC Emm podj 
| 
krety 
x 
a a IE) a zł mm pem 
pia Sait maet | tp m ae ce | EE EE 
REGI 
| | District, 
mpm 3 storia bom (See | Hone (aro Tone (she | Coe Rezanie) | Bulatage reste © 
MENTO iments’ aene] E 
MEE 
2nd INDUSTRIAL | Uses permitted in let Indus- 2b tines noze (See Tone (See None (See None 
rotor a | | maj pods) 
Sza 
UE ue 
AC 
pe —n en d = = 


The Board of Commissioners of the City of Newark do ordain: 
Section 1. DEFINITIONS. 


Certain words in this ordinance are defined for the 
purpose thereof as follows: 


1. Words used in the present tense include the 
future; the singular number includes the plural and the 
plural' the singular; the word "lot" includes the word 
"plot"; the word "building" includes the word "structure." 
The word "zone" includes the word "district"; the word 
"occupied" includes the word "designed or intended to be 
"occupied"; the word "used" includes the words "arranged, 
designed or intended to be used." 


2. Accessory Building: A subordinate building not 
more than one and one-half stories in height, the use of 
which is incidental to that of the main building. 


3. Alley: A publie or private thoroughfare which 
affords only a secondary means of access to abutting property. 


4. Apartment House: See "Dwelling, Multiple." 


5. Basement: That portion of a building below the 
first floor level, the floor of which is more than one foot 
below the curb level at the center of the street front of 
the building, but not more than one-half of the story 
height below said curb level. Where the walls of a build- 
ing do not adjoin a street or building line, then the 
average level of the ground on which the building stands 
may be taken in lieu of the curb level. 


6. Boarding House: A building, where for compensa- 
tion, lodging, or lodging and meals are provided for not 
rore than 30 persons. 


. apt Any temporary or permanent structure, 
Tena wall or enclosure, built either above or below the 
ground. 


8. Building, Height of: The vertical distance 
measured in the case of flat roofs from the curb level to 
the level of the highest point of the roof beams adjacent 
to the street wall, and in the case of pitched roofs, from 
the curb level to the ‘average height level of the gable. 

In the case of both flat roofs and pitched roofs, th: 
measurement Shall be made at the center of the street facade. 
Where there are structures wholly or partly above the roof, 
the height shall be measured from the curb level to the 
level of the highest point of the building. Where a build- 
ing stands or is to be erected on sloping ground, or will 

be set back from the street building line, the average level 
of the ground adjoining the walls of the building may be 


taken in measuring its height instead of the curb level. 


9. Building Area: The maximum horizontal projected 
area of a building and its accessories. 


10. Cellar: That portion of a building below the 
first floor level having more than one-half (4) of its height 
below the curb level at the center of the street front of the 
building. Where the valls of a building do not adjoin a 
Street or a building line, then a cellar is a story having 
more than one-half t5 of its height below the average level 
of the ground on which the building stands, 


11. Court: An open unoccupied space other than a 
yard, on the same lot with a building. A court not extending 
to a yard or street is an "inner court." A court extending 
to a yard or street is an "outer court." 


(a) The "least dimension" of a court is the 
least of the horizontal dimensions of 
such court. If two opposite ends of a 
court are not parallel, the horizontal 
dimension between them shall be deemed 
the mean distance between them. 


(b) The “height of a court" is the vertical 
distance between the lowest level of such 
court and the highest point of any bound- 
ing wall exclusive of roof structures. 


12. Curb Level: The permanently established grade of 
the street curb in front of the lot. 


13. Dwelling: Any building or portion thereof, which 
is designed for or occupied exclusively for residential pur- 
poses for not more than four (4) families. 


14. Dwelling, Multiple: A building or portion thereof 
designed for, or occupied by more than four (4) families, 
living independently of each other. 


15. Family: A family is one or more persons who live 
together in one dwelling unit and maintain a common household, 
and who are related by blood, marriage or adoption, and for 
the purpose of this ordinance includes only a husband and vife, 
son, son-in-law, daughter, daughter-in-law, father, father-in- 
law, mother, mother-in-law, grandparents, step child and 
adopted children and bona lide family servants living in and 
vorking full time on the premises. 


16. Frontage: All the property on one side of a street 
or place between two intersecting streets or places measured 
along the line of the street or place, or if the street or 
place is terminated vithout intersecting another street or 
place, then all of the property abutting on one side between 
an intersecting street or place and the terminus of the street 
or place. 
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vate: 4 building designed and used 


17. Garape, Pri 
non-commercial motor vehicles as an 


only for the storage 
accessory use. 


18. Garage, Public: Any building or premises used 
for the storage of one or more non-cormercial self. opelled 
vehieles or motorcycles, including storage for repi E 
demonstration, sale, rental, spot painting or adjustment of 
equipment. Repairs shall not include body and fender work 
and paint spraying. A salesroom conducted exclusively for 
the exhibition of not more than ten (10) vehicles as de- 
fined above shall not be classed as a public garage. 


19. Garage, Commercial: Any building or premises 
used for the storage of onc or more trucks, tractors, 
trailers, bull dozers and other heavy motor-driven equip- 
ment, including storage for manufacture, repair, demonstra- 
tion, sale, rental, painting, adjustment, inspection or 
equipment. 


20. Garden-Apartnent: A group of buildings not more 
than two and one-half (27) stories in height, cach building 
to contain not more than twelve (12) dwelling units with no 
portion of the building below the first ^loor or above the 
Second floor designed or used for dwelling purposes, pro- 
vided the minimum distance between buildings shall be 

twenty (20) feet and that no building shall have a frontage 
of more than one-hundred fifty (150) feet between side yards. 


21. Gasoline Filling Station: A building or premises 
solely used for the retail sale of gasoline or fuel for the 
operation of motor vehicles and the minor servicing including 
a one-bay laundry, and a lubritorium, and the retail sale of 
accessories incidental thereto. 


22. Hand Laundry: An establishment where clothes are 
received for washing and ironing by the proprietor, and where 
the work is done by hand, using not more than two (2) each of 
washing and ironing machines of not more than two (2) horse 
power in the arpregate, and, from which establishment the 
clothes are carried by they toner. 
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23. Home Occupation: Any occupation other than that 
of operating a beauty parlor, barbershop, convalescent or 
nursing home, tourist home, massage or similar establishment, 
offering services to the general public, carried on by a 
member of the family residing on the premises in connection 
with which there is used no name plate excecding one square 
foot in area, nor any artificial lirhtine, nor any display 
that will indicate from the exterior that the building is 
being utilized in whole, or in part, for any purpose other 
than that of a dwelling, and in connection with which there 
is kept no stock in trade nor commodity sold upon the pre- 
mises, no person is employed other than a member of the 
family residing on the premises and no mechanical equipment 
is used, except such as is customary for purely domestic or 
household purposes. 
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24. Hotel: Any building having fiftcen or more 
sleeping rooms or whore sleeping accormodntions for nore 
than thirty (30) persons are provided for hire, and with or 
without meals. 


25. Lnunderctte: An establishment only for thc 
washing of clothing brought in by the customer, nna in which 
such washing is performed only on a self-service basis with 
the use of mechanical equipment, and for which a fee is 
charged. Solf-service shall mean the self-operntion of the 
cleaning units by the customer, end no pick-up or delivery 
by the management or others in connection therewith. 


26. Lot: A parecel of land, the location, dimensions 
and boundar of which nre determined by thc latest offi- 
cial Tax Assessors maps. 


27. Lot, Corner: A parcel of land not over fifty (50) 
fect in width at the Junction of, ond fronting on, tro inter- 
secting streets, having ^n aren not greater then five thousand 
(5000) ‘square feet and n frontage on one of tho intersecting 
streets not prester than one hundred (100) feet. 


28. Lot, Interior: A lot other thon a corner lot. 


29. Lot, Depth: The mean distance betwcon its mean 
front strect linc end its nocan roar line. Tho grontor 
frontage of 2 corner lot is its depth, nnd its lesser front- 
age, its width. 


30. Lot, Width: Tho mean width of a lot mensured at 
right snglos to its depth. 


31. Lunch Wagon: Any prefabricated structure brought 
in complete form to, or nssembled on the site designed to be 
used for the purposes of ^ restaurant, whether standing on 
its own wheels or on n fixed foundation, whether or not con- 
nected with sewer or water mains. 


32. Non-Conforming Use: Any building or lend lawfully 
occupied by ^ use nt the time of the effective date of this 
ordinance or amendments thereto which does not conform after 
the effective dete of this ordinance or amendments thercto, 
with the use regulations of the district in which it is 
situated. 


. Parking Area: Privates. Any land area provided by 
the = or occupant of a building on his premises or Rs 
land adjacent or contiguous to said premises, provided t je 
said land area is not in a nore restricted zone than ZA 
premises, and is used or intended to be used for the parking 
of motor vehicles of residents, occupants, customers or em- 
ployees, in connection with the lawful use of said land SE 
building, and, for which parking, no fee is charged, excep * 
that no customer parking shall be permitted after 11 o'cloc 
at night on any premises within 150 feet of a Residence 


District. 
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34. Parking Area; Public: Any land area used or in- 
tended to be used for the parking of motor vehicles and for 
which a fee is charged. 


+ Place: An open, unoccupied space other than a 
street or alley, permanently reserved as the principal means 
of access to abutting property. 


36. Porch, Open: A roofed piazza, porch or porteco- 
chere not more than one story in height which projects beyond 
the main wall of a building into a required yard not more than 
eight (8) feet. The columns supporting its roof shall present 
the minimum of obstruction to the view, and no sash or other 
enclosure except screens shall be placed between the columns. 


37. Retail Store: Whore goods are sold directly to 
the consumer for personal or household use, with or without 
processing on the premises for such retail sale, but exclud- 
ing the processing, repair or renovating of furniture, bed- 
ding or fixtures. 


38. Story: The space between any finished floor of a 
building and tho next finished floor above, exeepting that a 
cellar or basement shall not be considered as a story. A 
half-story is a portion of a building between a finished 
floor and the roof construction above, where the space thus 
(Gu has an average clear height of not more than five 
(5) feet. 


39. Street: Any road, avenue, street, lano, alley or 
other way commonly used by the public for street purposes. 


40. Street Width: The mean of the distance between 
the street lines thercof within a block. Where a street 
borders a publie park, or a navigable body of water, the 
width of such street may be taken as the width of such street, 
plus the width of such publie park or body of water, provi- 
ded that the maximum vidth of such street shall not be con- 
Sidered more than 100 feet, measured at right angles to the 
street line. 


41. Street Line: The dividing line between the strect 
and the lot. 


42. Street Wall: Of a building, at any level, is the 
wall or part of the building (other than a one-story Open 
porch), nearest to the street line, 


43. Structure: That which is built of fabricated or 
manufactured building materials and placed either above or 
below the ground. 


44. Structural Alteration: Any change or re-arrange- 
ment in the structural parts, or in the exit facilities, or 
any enlargement, whether by extending on any side or by in- 
creasing the height, or the moving from one location or posi- 
tion to another, 
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45. Yard: An open space on the same lot with a build- 
ing, unoccupied and unobstructed by any portion of a structure 
from the ground upward, except as provided in Section 16, 

In measuring a yard for purposes of determining the required 
width of a side yard, the required depth of a front yard or 
the required depth of a rear yard, the minimum horizontal 
distance between the lot line and the main building shall be 
used, 


46. Yard, Front: A yard extending across the street 
side of a lot measured between the side yard lines and being 
the minimum horizontal distance between the street line and 
thc main building or any projection thereof, other than 
steps, unenelosed balconies and unenclosed porches, except 
as otherwide provided in this ordinance. 


47. Yard, Rear: A yard extending across the rear of 
a lot measured botwe the rear lot line and the rear of the 
main building, or any projection thercof, other than steps, 
unenelosed balconies or uncnclosed porches except as other- 
wise provided in this ordinance, The rear yard shall be at 
the opposite ends of the lot from the front yard and on 
corner lots it shall extend across the narrowest part of the 
lot. 


48. Yard, Side: A yard between the building and the 
side line of the lot which shall be considered to extend 
from the required rear yard to the street line of the lot, 


Section 2. DISTRICTS AND BOUNDARIES THEREOF 


1. For the purpose of liniting and restricting to 
specified districts, and regulating therein buildings and 
strüctures according to their construction and the nature 
and extent of their use, and the nature and extent of the 
use of land, and to regulate and restrict the height; number 
of stories, and size of buildings and other structures, the 
percentage of lot that may be occupied, the size of yards, 
courts end other open spaces, the density of population, and 
the location and use and extent of use of buildings and 
structures and land, for trade, industry, residence or other 
purposes, the City Of Newark is hereby divided into districts, 
of which there shall be eleven (11) in number, known as:-- 


1. First Residence District 
2. Second Residence District 
3. Third Residence District 
4. Fourth Residence District 
5. First Business District 
6. Second Business District 
7. Third Business District 
8. Fourth Business District 
9. First Industrial District 
10. Second Industrial District 
11. Third Industrial District 


= 


2. The boundaries of the districts are shown upon the 
map designated as the "District Map," approved by the board 
of Commissioners of the City of Newark as part of this ordi- 
nance and filed in the office of the Superintendent of Build- 
ings of the City of Newark. Said "District Map" and all 
notations, references and other information shown thereon, 
are a part of this ordinence and have the same force and 
effect as if the "District Map" and all notations, references 
and other information shown thereon, were all fully set forth 
or described herein. 


3. Except as in this ordinance othervise provided: 


a. No building, structure or land shall be used 
for, nor shall any building or structure be erected, con- 
verted, enlarged, reconstructed, or structurally altered for 
any use which does not comply with all the district regula- 
tions established by this ordinance for the district in which 
the building, structure, or land is located. 


b. The yard regulations, and the lot area per 
family provisions, required by this ordinance shall be con- 
sidered minimum repulations for each and every building or 
structure existing at the time of the effective date of this 
ordinance and for any building or structure hereafter erected 
or structurally altered. No land required for vards, or for 
lot area per family provisions, for an existing building or 
structure, or required for any building or structure here- 
after erected or structurally altered, shall be considered 
as a yard or for a lot area for any other building or structure. 


c. The requirements of the New Jersey Tenement 
House law shall apply to the size of rear and side yards and 
courts of multiple dwellings except where the provisions of 
this ordinance are greater, in which case, this ordinance shall 
prevail. 


d. Every building or structure hereafter erected 
or structurally altered shall be located on a lot as herein 
defined and in no case shall there be more than one main 
building or structure and its accessory buildings on one lot. 


e. Every building or structure hereafter erected 
or structurally altered, shall provide parace space or a park- 
ing area in compliance with all of the district repulations 
established by the ordinance for the district in which the 
building or structure is located. 


Section 3. FIRST RESIDENCE DISTRICT REGULATIONS 


1. The regulations set forth in this section or set 
forth elsewhere in this ordinance vhen referred to in this 
section, are the district repulations in the First Residence 
Districls. 
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2. Use Regulations: A building or premises shall be 
used only for the following purposes: 


a. Single family detached dwellings. 


having seven (7) or 

(1) A11 one family homes e 2 
lore rooms, exclusive of sun porches, may have RRS 
ED No separate cooking or eating facilities sha 

Sided for or permitted for such boarders. 


d d dwelling shall 
(2) A single family detache D e 
inimum of 900 square feet of floor spac 
ale content of cubic feet, Cellars, garages and 
aa porches shall jot be computed in determining the minimum 
SiĘ of said dwellifg as set forth herein. 
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b. Perks and playgrounds owned and operated by the 
City of Newark or the Essex County Park Commis- 
sion. 


e. Public schools, elementary and high, and State 
approved private schools, having curricula the 
Same as ordinarily given in public schools, and 
not conducted for a profit, not to include 
nursery schools. 


d. Churches. 


e. Publicly owned museums, libraries or community 
buildings. 


f. Accessory buildings, including a private garage 
for not more than three (3) non-commercial cars, 
No accessory building shall be constructed upon 
a lot until the construction of the main build- 
ings has been actually commenced, and no acces- 
Sory building shall be used unless the main 
building on a lot is completed and used. 


g. One (1) temporary sign, not exceeding six (6) 
Square feet in area, or signs aggregating not 
to exceed six (6) square feet in area, apner- 
taining to the lease, hire or sale of the 
building or premises on which the sign is 
displayed. 
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h. Church bulletin boards and signs for the display 
of names of educational institutions not exceed- 
ing an aggregate of ten (10) square feet in area. 


3. Height Regulations: Except as hereinafter provided 
in Section 16 hereof, no building shall exceed two and one-half 
(24) stories or thirty-five (35) feet in height. 


4. Area Regulations: 
a. Front yard. 


(1) There shall be a front yard having a 
depth of not less than fifteen (15) feet unless twenty-five 
(25) per cent or more of the frontage on that side of the 
street between two (2) intersecting streets is improved with 
buildings, a majority of which have observed an averago front 
yard line having a variation in depth of not more than six (6) 
feet, in which case no building shall project beyond the 
average front yord so established, but this regulation shall 
COLS interpreted to require a front yard of moro than fifty 
(50) feet, 


(2) Interior lots having a frontage on two (2) 
Streets shall have a front yard on each street as provided by 
(1) above. 


(3) Except as otherwise provided in this 
Section, where front yards have been established or may be re- 
quired on each of two (2) intersecting streets, there shall be 
a front yard on each street side of a corner lot, provided, 
however, that tho width of such lot for building purposes shall 
not be reduced to less than twenty-six (26) feet and no acces- 
sory building shall project into the front yard on either 
street. No front yard on the longer side of a corner lot need 
exceed twelve and one-half (12$) feet. 


b. £ide Yard. 


There shall be a side yard on each side of a 
building having a width of not less than ten (10) per cent of 
the averare width of the lot, provided, however, that one such 
side yard need not exceed three and one-half (3i) feet. 


c. Rear Yard. 


Except as hereinafter provided in Section 16, 
there shall be a rear yard having a depth of not less than 
twenty-five (25) per cent of the average depth of the lot, pro- 
peat) however, that such rear yards need not exceed fifty (50) 
eet, 


d. Lot Area per Family 


There shall be a lot area of not less than four 
thousand (4000) square feet and a lot width of not less than 
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forty (40) feet, provided, however, that lots having less area, 
or less width than herein required, and of record at the time 
of the effective date of this ordinance, may be used for any 
purpose permitted in this section. 


e. Courts 


(1) The least dimension at any given height of 
any inner court shall be at least two inches to each one foot 
of height of bounding wall, but in no case less than four feet 
and need not exceed fifteen (15) feet. The area of an imer 
court shall bo at least twice the square of the required least 
dimension. 


(2) The least dimension at any given height of 
any outer court shall be at least l} inches to cach one foot 
of height of bounding wall, but in no case less than 3} feet 
and need not cxeeed ten (10) feet. 


Section 4. SECOND RFSIDFNCE DISTRICT REGULATIONS. 


1. The regulations set forth in this section or set 
forth elsewhere in this ordinance when referred to in this 
Section are the District Regulations of the Second Residence 
Districts. 


2. Use Regulations 


A building or premises shall be used only for the 
following purposes: 


a. Any use permitted in the First Residence Districts 
b. Home occupations. 

c. Two and three-family dwellings. 

d. Garden Apartments, 

€. Nursery Schools. 


f. The office of a physician, surgeon or dentist, 
when situated in the same building used by such 
physician, surgeon or dentist, as his private 
residence, and where he carries on his said pro- 
fession alone, and where not more than one (1) 
name plate is used in connection with the pro- 
fessional use, which name plate does not exceed 
one (1) square foot in area, and is affixed flush 
to the building. 


E. Signs, pertaining to nursery schools, provided 
only one (1) sign, not oxceeding four (4) square 
feet in area, may be erected or maintained flush 
on the building. 
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h. Accessory buildings including private garages 
for not more than five (5) cars, cxcept that 
garden apartnents shall be permitted and shall 
provide perking or gara storage space suffi- 
cient to accommodate one (1) non-commercial 
vehiele for every two (2) dwelling units. No 
accessory building shall be constructed upon a 
lot until the construction of the nain buildings 
has been actually commenced, end no accessory 
building shall be used unless the main building 
on a lot is completed and used. 


3. Height Regulations: 


The height regulations are the same as those in the 
First Residence Districts. 


4. Area Regulations: 


a. Front yard, The front yard regulations are the 
Same as those in the First Residence Districts. 


ide Yard. The side yard regulations are the 
ame as those in the First Residence Districts. 


c. Rear Yard. The rear yard regulations are the 
Same as those in the First Residence Districts. 


d. Lot Area per Family. One family shall be per- 
mitted for cach fifteen hundred (1500) square 
feet of lot area, 


€. Courts. The court regulations are the sane as 
those in the First Residence Districts, 


Section 5. THIRD RESIDENCE DISTRICT REGULATIONS. 


1. The regulations set forth in this section or set 
forth clsewhere in this ordinance when referred to in this 
section are the district regulations in the Third Residence 
Districts, 


2. Use Regulations. 


A building or premises shall be used only for the 
following purposes: 


a. Any use permitted in the Second Residence District 
b. Multiple Dwellings. 
c. Hospitals and medical clinics, excepting 


RSE hospitels. 
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d. General practice by physicians, surpeons and 
dentists, and in connection with said profes- 
sional use, a name plate not exceeding four (4) 
square feet in the aggregate, and af: 
to the building. 


€. Boarding houses. 
f. Convalescent and mrsing homes, 


g. Clubs, except those the chief activity of which 


is a service customarily carried on as a busi- 
ness. 


h. Fleemosynary or philanthropic institutions. 


i. Accessory buildings including private garages 
for not more than five (5) ears, except that 
multiple dwellings and garden apartments shall 
be permittcd, and shall provide parking or 
garage storage space by private parking or 
private garage sufficient to accommodate one 
(1) non-commercial vehicle for every three (3) 
dwelling units, No accessory building shall 
be constructed upon a lot until the construc- 
tion of the main buildings has been actually 
commenced, and no accessory buildinr shall be 
used unless the main building on a lot is com- 
pleted and used, 


3. Height Regulations: 
Except as hereinafter provided in Section 16 hereof, 
no building shall exceed four (4) stories or fifty (50) feet in 
height. 


4, Area Regulations: 
a. front Yard, 


(1) There shell be a front yard having a depth 
of not less than ten (10) feet unless twenty-five (25) per cent 
or more of the frontage on that side of the strect between two 
(2) intersecting streets is improved with buildings, a majority 
of which have observed an average front yard line having a 
variation in depth of not more than six (6) feet, in which case 
no building shall project bcyond the average front yard so 
establishod, but this regulation shall not be intcrpreted to 
require a front yard of more than twenty-five (25) fect. 

(2) Interior lots having a frontage on two 
(2) streets shall have a front yard on each street as provided 
by (1) above, 


(3) Where front yards have been established or 
may be required on cach of two (2) intersecting streets, there 
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Shall be a front yard on each street side of a corner lot, 
provided, however, that the width of such lot for SERIE 
purposes shall not be reduced to less than twenty-six (26 

feet and no accessory building shall project into the front 
yard on either street, 


b. Rear Yard. 


Except as hereinafter providod in Section 16, 
there shall be a rear yard having a depth of not loss than 
fifteen percent (15%) of tho averare depth of the lot, and not 
less than ton percent (10%) for a corner lot. 


c. Lot Area per Family 


9 - On each side of a buildi: g there shall be a side yard 
which shell be 1-1/2" for each foot of the height of the” 
main building, provided, however, that no side yard shall 
be less than 3-1/2 feet in width. z 


1. The regulations set forth in this section or set 
forth elsewhere in this ordinance when referred to in this 
section are the district regulations in the Fourth Residence 
Districts. 


2. Use Regulations, A building or premises shall be 
used only for the following purposes: 


a. Any use permitted in the Third Residence District 


b. Hotels, in which services customarily incident 
to the operation thereof, may be conducted for 
the convenience of the occupants of the hotel 
provided there is no advertising sien, no show 
window, nor any entrance to such place of 
business except from the inside of the building. 
A name plate not excecding five (5) squere fect 
in area may be attached to the wall of a hotel 
at the entrance but there shall be no illumi- 
nated sign, display or other form of sign or 
advertisement, 


3. Hoight Regulations. Except as hereinafter provided 
in Section 16, no building shall exceed twelve (12) stories or 
one hundred forty (140) fect in height, 


4. Area Regulations. 


a. Front yard. The front yard regulations arc the 
same as those in the Third Residence Districts. 
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shall be a front yard on each street side of a corner lot, 
provided, however, that the width of such lot for Di BE 
purposes shall not be reduced to less than twenty-six (26 

fect and no accessory building shall project into the front 
yard on either street, 


b. Rear Yard. 


Except as hercinafter provided in Section 16, 
there shall be a rear yard having a dopth of not less than 
fifteen perecnt (15%) of thc average depth of the lot, and not 
less than ten percent (10%) for a corner lot, 

c. Lot Area per Family 


One family shall be permitted on each floor for 
each twclve-hundred (1200) square feet of lot area. 


d. Courts. 
The court regulations are the same as those in 
the First Residence Districts. 


fection 6. FOURTH RESIDENCE DISTRICT RECULLTIONS. 


1. The regulations set forth in this section or set 
forth elsewhere in this ordinance when referred to in this 
section are the district regulations in the Fourth Residence 
Districts. 


2. Use Regulations. a building or premises shall be 
used only for the following purposes: 


a. Any use permitted in the Third Residence District 


b. Hotels, in which services customarily incident 
to the operation thereof, m^y be conducted for 
the convenience of the occupants of the hotel 
provided there is no advertising sien, no show 
Window, nor any entrance to such place of 
business except from the inside of thc building. 
4 name plate not excecding five (5) square fect 
in area may be attached to the wall of a hotel 
at the entrance but there shall be no illumi- 
nated sign, display or other form of sign or 
advertisement, 


3. Height Regulations. Except os hereinafter provided 


in Section 16, no building shall exceed twelve (12) stories or 
one hundred forty (140) feet in height, 


^. Area Regulations. 


a. Front yard. The front yard regulations are the 
Same as those in the Third Residence Districts. 
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b. Rear Yard. Except as provided in Section 16, 

: re shall be a rear yard having a depth of not 
less than twenty (20) feet for interior lots and 
not less than ten (10) feet for corner ld s. 


00) 
side of a building there shall be a ion 
one inch for each foot of the he 
provided, however, that no side à l 
À feet in width. n the 


"5. Parking Regulations. 


The parking regulations are the same as those in the 
Third Residential Districts, except that hotels shall provide 
parking or garage storage space sufficient to accommodate one 
(1) non-commercial motor vehicle for each four (4) guesta. 


Section 7. FIRST BUSINESS DISTRICT REGULATIONS. 


1. The regulations set forth in this section or set forth 
elsewhere in this ordinance when referred to in this section, 
are the district regulations in the First Business Districts. 


2. Use Regulations, Subject to the provisions of this 
Section, a bu: ng or land may be used for any use permitted 
in the Fourth Residence District, and, in addition, the ground 
floor of any building may be used for the following use 


1. Bakeries, whose products are sold only at retail 
and only on the premises. 


2. Barbershops and beauty parlors. 
3. Household appliance repair. 

l. Hend lmndrieś md lainderettes. 
5, Offices. 


6. Restaurants, except. any part of which is located 
within 150 feet of a residence district. 


7. Sales or show rooms (other than automobile sales or 
show rooms) used only for purposes of retail sta es. 


8. Retail dyeing and cleaning establishments having not 
more than one (1) cleaning unit, and not using a 
cleaning fluid mich has an inflammable base. 


9. Stores for the conduct of retail business, 
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b. Yard. Except as provided in Section 16, 

: ET shall be a rear yard having a depth of not 
less than twenty (20) feet for interior lots and 
not less than ten (10) feet for corner ld s. 


c. Iot area per family. One family shall be per- 
mitted on each floor for each nine-hundred (900) 
square feet of lot area, except that thissction 
shall not apply to hotels. 


d. The court regulations are the same as those in the 
if First Residence Districts. 


A 5. Parking Regulations. 


The parking regulations are the same as those in the 
Third Residential Districts, except that hotels shall provide 
parking or garage storage space sufficient to accommodate one 
(1) non-commercial motor vehicle for each four (4) guesta. 


Section 7. FIRST BUSINESS DISTRICT REGULATIONS. 


„ The regulations set forth in this section or set forth 
elsewhere in this ordinance when referred to in this section, 
ere the district regulations in the First Business Districts. 


2. Use Regulations, Subject to the provisions of this 
Section, s bui ng or land may be used for any use permitted 
in the Pourth Residence District, and, in addition, the ground 
floor of any building may be used for the following uses:-- 


1. Bakeries, whose products are sold only at retail 
and only on the premise 


2. Barbershops and beauty parlors. 
3. Household appliance repair. 

4. Hand lmndrieś md lainderettes. 
5, Offices. j 


6. Restaurants, except. any part of which is located 
within 150 feet of a residence district. 


7. Sales or show rooms (other then automobile sales ór 
show rooms) used only for purposes of retail sta es. 


8. Retail dyeing and cleaning establishments having not 
more than ons (1) cleaning unit, and not using a 
cleaning fluid wich has an inflammable base. 


9. Stores for the conduct of retail business, 
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10. Studios. 


11. Theatre and motion picture houses. 


12. Accessory buildings and uses customarily 


incident to the above uses when located upon 
the same lot with the building or usc to 
which it is accessory, and private garages 
and private parking areas, provided such 
garages and private parking areas may not be 
used for tho storage of commercial vehicles 
having a capacity of more than one and one- 
half (14) tons. 


Any building used primarily for any of the above enu- 
merated purposes may have not more than forty (40) percent of 


the floor area 
use, exclusive 


devoted to storage purposes incidental to such 
of basement areas. 


3. Height Regulations - The height of ony building 
shall not cxcecd the highest allowable height of buildings in 


any adjoining d 


istrict zone. 


4. Area Regulations. 


ae 


Section 


Front Yard. Where n11 the frontage on ono side 
of the street, between two intersecting strects, 
is located in the Business District, no front 
yard shall be required. Where the frontage on 
one side of the street, between two intersecting 
streets, is located partly in the Business Dis- 
trict and partly in a Residence District, the 
front yard requirements of the Residence District 
shall apply to the entire frontage in both 
districts, 


Side Yard. Where the side of a lot abuts upon 
a residence district, there shall be a side yard 
of not less than five (5) feet, 


Rear Yard. Fxcept as hereinafter provided in 
Section 16, the rear yard reguletions are tho 
same as those in the Third Residence District. 


Lot Area per Family. The lot area per family 
regulations are the same as those in the Third 
Residences Districts. 


Courts. The court regulations are the same as 
those in the First Residence Districts. 


8. SECOND BUSINESS DISTRICT REGULATIONS. 


e regulations set forth in this section or set 


l.e Th 
forth elsewhere 


in this ordinance, when referred to in this 


sa 


section are the district regulations in the Second Business 


Districts. 


2. Use Regulations: A building or premises may be 
used for any purpose except the following: 


l. 


s 
Ji 


4. 


5. 
6. 
7. 


8. 


All uses excluded from the Fourth Business 
Districts. 


Cemetery or meusoleum. 


Ice plant or storage yard of morc thon five 
(5) tons capecity. 


Laundry, other than hand laundries or 
launderettes. 


Public Garages. 
Storage warehouses. 


Tire re-capping or re-treading where more 
than two (23 machines are omployed. 


Any kind of manufacture, assembling, or 
trcatment other than the manufacture or 
treatment of products clearly incidental to 
the conduct of a retail business conducted 
on the premises, 


3. Height Regulations: The height regulations are the 
same as those in the Third Residence Districts. 


4. Area Regulations: 


ae 


Side Yards are not required, unless the side of 
a lot abuts » residence district, in which case 
there shall be a side yard of not less then 
five (5) feet. 


Rear Yard, Except as hereinafter provided in 
Section 16, there shall be a rear yard of not 
less than twenty (20) feet for intorior lots, 
nor less than ten (10) feet for corner lots. 


Puildings creeted, or structurally altered for 
dwelling purposes, shall comply with the rear 
yard and lot aren per family reguletions of the 
Third Residence Districts. 


Courts, The least dimension at any given height 
of any inner court shall be at least lẹ inches 
to each one foot of bounding wall, but in no 
case less than four (4) feat, and nced not 
exceed twenty (20) feet. The area of an inner 
court shall be at least twice the square of the 
required least dimension. 


-16- 


€. The least dinension at any given height of any 
outer court, shall be at least one and one- 
half (1$) inches to each one foot of height of 
bounding wall, but, in no case, less than 
three and one-half (32) feet, and need not 
exceed fifteen (15) feet. 


Section 9. THIRD BUSINESS DISTRICT Ri.GUL/ TIONS. 


1. The regulations set forth in this section, or set 
forth elsewhere in this ordinance when referred to in this 
section, are the district regulations in the Third Business 
District. 


2. Use Regulations: 


A building or premises may be used for any of the 
following purposes: 


Any use permitted in the Second Business Districts. 
3. Height Regulations: 


The height regulations are the sane as those in the 
Fourth Residence Districts. 


4. Area Regulations: 


Buildings erected, or structurally altered for 
dwelling purposes, shall comply with the rear yard and lot 
area per fanily regulations of the Fourth Residence Districts. 
The court regulations are the sane as those in the Second 
Business Districts. 
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Section 10. FOURTH BUSINESS DISTRICT REGULATIONS. 


1. The regulations set forth in this section, or set 
forth elsewhere in this ordinance when referred to in this 
section, are the district regulations in the Fourth Business 
District. 


2. Use Regulations: A building or premises may be used 
for any purpose, except the following: 


1. Any use excluded from the First Industrial 
Districts. 

2. &ssaying of precious metals. 

3. automobile sales lot. 

4, Automobile body and fender repair. 

5. Bakery, other than retail. 

6. Carpet, rug or bag cleaning. 

7. Blacksmithing. 

8. Bottling Plant or Station for the wholesale 
distribution of bottled goods. 

9. Building raterials storage yard. 

10. Carting, express, hauling, or storage yard. 

11. Candle ranufacture. 

12. Cenent block ranufacture, 

13. Cleaning and dyeing establishments using 
more than one cleaning unit, or using a 
cleaning fluid which has an inflarmable base. 

14. Coal, coke or wood yard. 

15. Contractor's plant or storare yard. 

16. Cooperage works. 

17. Disinfectant, exterminator, or insecticide 
nanufacture. 

18. Carousel, ferris wheel, merry-fo-round, roller 
skating’ rink, ice skating rink, roller coaster, 
miniature and practice golf courses, or similar 
amusement devices and arusenent parks. 


19. Dog Pound. 

20. Emery Cloth and szndpaper manufacture. 

21. Enameling, jepanning or lacquering. 

22. Fish and meat smoking and curing. 

23. Gasoline filling station. 

24. Ice manufacture, or cold storage plant from 
which ice is sold for delivery away from the 
premises. 

25. Livery or boarding stables or riding academy. 

26. Lumber or lunber products storage. 

27. Lunch Wagon, 


GAS 


28. Machine Shop. 

29. Mattrcss Manufacture or renovator. 

30. Milk distributing station, 

31. Paper, paper box and Pulp Manufacture. 

32. Pickle, Sauerkraut or vinegar manufacture, 

33. Public garage, except those in which the 
Sole of gasoline or oil and the servicing 
of motor vchicles is incidental to the use 
of the premises for parking or storage of 
motor vehicles in said premises, end in 
which no repair work is carricd on. 

34. Sheet metal works. 

35. Shoe polish manufacture, 

36. Stone yard or monumental vorks, inclusive 
of cutting, carving, lettcring, dressing 
of stone, or artificial stone, or the manu- 
facture of artificial stone snd stone sub- 
stance, and also the storing or display for 
commercial or advertising purposes, or pur- 
poses of sale, in any building or on any 
premises, of stone or artificial stone for 
building purposes, monuments, tombstones, 
gravestones or grave markers, 

37. Stove polish manufacture. 

38. Washing fluid, mixing, bottling or manu- 
facture of. 

39. Wood working plant. 

40. Welding. 


3. No building or premises shell be used for any of 
the herein permitted kind of manufacturing, repniring, altera- 
tion, converting or finishing which employs ^n aggrepate 
mechanical force of more than fifteen (15) horsepo er, or 
which is operated by a steam plant carrying stoam at over 
forty (40) pounds pressure, nor for tho manufacture of products, 
the major portion of which is to be sold othor thon at retail, 
on the promises to the ultimate consumer. 


4. Height Regulations; Fxeept as hereinafter pro- 
vided in Section 1 no building shell excecd a height of two 
and one-half times the width of the widest street on which it 
fronts; provided, however, that where streets are less than 
sixty (60) fect ln width, thc samo height regulations shani 
be applied as on streets sixty (60) feet in width and provided 
further, that on streets more than one hundred (100) feet in 

the same height regulations shall be applicd as on 
streets one hundred (100) fect in width, Five (5) feet may be 
added to the height of a building, or a portion thereof, for 
each one foot that such building, or portion thereof, sets back 
from the strect lino, 


nd 
a 
E 
p. 


5. Area Regulations: Buildings erected, or structur- 
ally altered for dwelling purposes, shall comply with the rear 
yard and lot area per family regulations of the Fourth Residence 
Districts, The court regulations are the same as those in the 
Second Business Districts. 
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Section 11. FIRST INDUSTRIAL DISTRICT ReGULsTIONS. 


1. The regulations set forth in this section, or set 
forth elsewhere in this ordinance when referred to in this 
section are the district regulations in the First Industrial 


Districts. 


2. Use Regulations: 4 building or premises may be 
used for any purpose, except the following: 


Acetylene Gas manufacture or storage. 

Alcohol manufacture. 

Amonia, chlorine or bleaching powder manufacture. 

Arsenal. 

Asphalt manufacture or refining. 

Automatic Auto Laundries. 

Blast furnace. 

Boiler Works. 

Brick, tile or terra cotta manufacture. 

Cement, lime, gypsum or plaster of paris 
manufacture. 

Central mixing plant for cement, plaster, 

mortar, or building materials. 

Commercial Carngc. 

Coke ovens, 

Crematory. : 

Creosote treatnent or manufacture. 

Cotton oil manufacture. 

Distillation of coal, wood or bones, 

Dyestuff manufacture, 

Explosives or fireworks manufacture. 

Fat rendering. 

Fertilizer manufacture. 

Flour and grain milling. 

Forge Plant. 

Fur cutting or pasting. 

Gas manufacture and storage. 

Glue, size or gelatine manufacture. 

Incineration or reduction of garbage, 

offal, dead animals or refuse, 

Iron, steel, brass or copper foundry. 

Lamp black manufacture. 

Match manufacture. 

Oileloth or linoleum manufacture. 

Paint, oil, varnish, turpentine, enamel, 

japanning or lacquer manufacture. 

Petroleum refining, or the storage of 

petroleum or its products in excess of 

30,000 gallons. 

Planing mill and saw mill. 

Plastics or manufacture of articles 

from plasties having a pyroxyline or 

nitro-cellulous basce 

Potash works. 

Printing ink manufacture. 


zoe 


34 


4. 


Raw hides or skins, storage, curing, 
pickling, tanning or ro-tanning. 

Rock crusher. 

Rolling Mill. 

Rubber manufacture from the crude material. 
Slaughtering of animals or fowls. 

Smelters and foundries, 

Soap manufacture. 

Starch, glucose or dextrine manufacture. 
Stock yords. 

Sugar refining. 

Sulphurous, sulphuric, nitric or hydro- 
chloric acla manufacture, 

Tallow, grease or lard manufacture or 
refining. 

Tar distillation or manufacture. 

Tar roofing or tar water proofing manufacture. 
The dismantling or storage of dismantled 
automobiles or used parts thereof, or the 
storege or baling of scrap paper, rags, 
rubber, iron, bottles, serap or junk, 
Truck terminals. 

Wool Pulling. 

Yeast Plant. 

Any other tradc, industry or use that is 
noxious or offensive by reason of the 
emission of odor, dust, fumes, vapor, smoke 
or noise. 


Height Regulations: Except as hercinafter pro- 
vided in Section 16, no building shall exceed a height of 
three (3) stories or forty-five (45) feet. 


Area Regulations: 


The reer yard regulations for dwellings are the 
same as those in tho Third Residential Dis- 
tricts. 


Lot Area per Family. The lot area por family 
regulations are the snme ns those in the Third 
Rosidence Districts. 


Courts. The court regulntions are the same as 
those in the Second Business Districts. 


Section 12, SECOND INDUSTRIAL DISTRICT REGULATIONS. 


The 


regulations set forth in this section or set 


a. 
forth elsewhere in this ordinance when referred to in this 
section are the district regulations in the Second Industrial 


Districts, 


2. 
used only f 


Use Regulations: A building or premises shall be 


or the following purposes: 


any 


use permitted in the First Industrial Districts. 
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3. Hoight Regulations. The height regulations are 
the same as those in the Fourth Business Districts. 


4. Aree Regulations. 


a. Yards. The rear yard regulations for dwellings 
are the sane as those in the Fourth Residence 
Districts. 


b. Lot Area per Family. The lot area per family 
regulations are the same as those in the Fourth 
Residence Districts. 


c. Courts. The court regulations are the same as 
those in the Second Business Districts. 


Section 13. THIRD INDUSTRIAL DISTRICT RF CULATIONS. 


1. The regulations set forth in this section or set 
forth elsewhere in this ordinance when referred to in this 
section are the district regulations in the Third Industrial 
Districts. 


2. Use Regulations. A building or premises may be 
used for any purpose whatsoever not in conflict with any ordi- 
nance of the City of Newark regulating nuisances; provided, 
however, that no building or premises shall be used and no 
building shall be ereeted or structurally altered for use for 
dwelling purposes except that dwelling quorters may be estab- 
lished in connection with any industriel establishment for one 
watehmen employed upon the premises. 


. Height Regulations. The height regulations are the 
same as Ryerss in AE Fourth Business Districts. 


Courts, The court regulations are the same as 
those is the Second Business Districts 


Section 14. LOCATION 2 ACCESSORY BUILDING IN 
BE TS 


DISTRIC 


Accessory building shall conform to the following 
repulations as to their location upon the lot: 


1. Wo accessory building shall bo erected or altered 
in an interior lot fronting upon only one strect so ^s to en- 
eroach upon that half of the lot depth nearest the strect. 


2. Wo accessory building shall be erected or altered 
on an interior lot fronting upon two streets so as to en- 
eroach upon that fourth of the lot depth nearest either 
stroet. 


D 


ollowing us 


inimical to the public safety and peneral welfare 
if located without the due consideration of condi- 
tions and surroundings, no permit therefor shall be 
issued except upon application first made to the 
oard of Adjustnent, which is directed to hear the 
same in the seme manner and under the sane procedure 
as the board of sdjustnent is empovered by law and 
ordinance to hear es and make exceptions to the 
provisions of a zoning ordinance, and empowered to 
recommend in writing to the Board of Commissioners 
that a permit for such use be granted, if, in its 
judgment, it will not be detrimental to the health, 
Safcty and general velfare of the community, end is 
reasonably necessary for the convenience of 


community. Ź 2 M 
la 


In no district shall a gasoline or oil station, 
automatic automobile cleaning station, public garage 
and commercial parage be erected, enlarged or estab- 
lished within a block upon which is situated:- 


+ 4 public school. 

+ 4 duly organized school riving regular 
instruction at least five days a week for 
cight or more months a year. 

& hospital. 

4 church. 

ån orphan asylum. 

4 theatre or opera house or other building 
used for theatrical or operatie purposes 
or for publie entertainment. 

+ 4 public library; or 

„ A publie art museum. 


Whenever the frontage, entrance or exit of such 
gasoline or oil station, automatic automobile clean- 
ing station , public garage and commercial garage, 
however, is not within such prohibited block, the 
distance between the nearest lot line of the pro- 
mises used by such gasoline or oil station, auto- 
natie automobile cleaning station, publie ferage 
and commercial garage and the nearest lot line of 
the premises used by any of the above enumerated 
uses shall be not less than seventy-five (75) foct; 
provided, that there be at least two hundred (200) 
feet, measured along street lines, between the 
entrance, exit or other driveways of such gasoline 
or oil słotion, automatic automobile cleaning 
station, public parage and commercial garage and 
the nearest lot line of the premises of such enu- 
merated use, 


b. Gasoline Filling Stotions, 


(1) No gasoline filling station shall be built 
on a corner lot having a width of less than sixty 
(60) feet and an area of less than five thousand 
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(5,000) squere feet; or on an interior lot having 
a width of less than one hundred (100) feet ond en 
area of less than seventy-five hundred (7,500) 
square feet. 


(2) Pump islands shall not be less than 
fifteen (15) feet from any street line. 


(3) Outside pits, racks or lifts shall not be 
less than twenty-five (25) fcot from eny strect 
line. 


(4) A suitable barricade mado of any conven- 
tional fencing material not less than four (4) 
feet high shall be built along all property lines 
other than street lines, and shall be maintained 
in a good safe condition. 


(5) Driveways; Drivevays shall cross the 
sidewalk at right angles and shall not bo nore 
than cighteen (18) fect wide at any point thereof. 
Driveways must be ot least ton (10) fect from any 
side lot line or from the intersection of street 
lines. There shall be no more than one (1) drive- 
way on any one (1) street frontage unless the 
street frontage is in excess of seventy (70) fect, 
in which case there may be a maximum of two (2) 
driveways on such street frontage provided such 
driver are ten (10) foot apart. 


(6) Curbing: A raised concrete curb at least 
cight (B) inches in height and six (6) inches wide 
> top, shall bo constructed and maintained in 
a mood and safe conćition along all street property 
lines, except at driveways. 


(7) Paving: The entire area of the station 
traversed by motor vehicles shall be herd surfaced. 


c. Public Porking Areas. 


(1) Ho public parking area shell occupy a lot 
containing less then fivo thousand (5,000) square 
feet, 


(2) 4 suitable barricade made of any conven- 
tional fencing material at least thirty (30) 
inches in height shall be built on all street 
property lines execpt at driveways as permitted 
heroin, and shall be maintained in good and safe 
condition. 


(3)_ & vood or conercte bumper six (6) inches 
high and six (6) inches in width, suitably anchored 
into the earth, shall be provided alonr the lot 
lines other then street lines, said bumper to be 


sa 


placed three (3) feet from said lot lines, Cars 
parked adjacent to property lines other than street 
lines shall be so parked that thc mouth of tho ex- 
haust pipe shall not point towards said property 
line. 


(4) Drivevays shall cross the sidewalk at 
right angles and shall not be more then cighteen 
38) feet wide at any point thereof. Driveways 
must be at least five (5) feet from any side lot 
line or ten (10) feet from the intersection of the 
street lines. There shell be no more than one (1) 
driveway on any one (1) strect frontare unless the 
street frontage is in excess of seventy (70) fect, 
in which cases there may be a maximum of two (2) 
driveways provided such diiewa 5 are ten (10) feet 
apart. 


(5) The entire area traversed by motor vehi- 
cles shall be hard surfaced. 


Additional Area Regulations, 


€ area required in a court or yard at an 
R Steve shall be open from such level to the SCE 
unobstructed, except for the ordinary projections of 
skylights and parapets above tho bottom of such 
court or rd, and except for the ordinary projec- 
tions of dow sills and belt courses to the 
extent of not more then four inches. Cornices and 
other ornamental festures may extend into such 
court or yard to the extent of not more thon 
twelve inches, 


b. an open or lattice enclosed iron fire- 
escape, fireproof outside stairway, or solid-floorcd 
balcony to a fire tower ray project not nore than 
four into a rear yard or on inner court, 
execpt that an open or lattiec-enclosed iron fire- 
eseape may project not rore than eight feet into a 
rear yard or into an inner court, when it does not 
occupy more than twenty percent Of the arca of such 
inner court. 


c. A corner of a court or yard may be cut off 
between walls of the same building, provided that 
the length of the wall of such cut-off does not cx- 
ceed seven feet, 


ndows opening on an offset to a court or 
yard shell be deemed to comply with the provisions 
of this ordinance provided such offset is no dcopor 
in any port than it is wide on the open side. The 
open side of such offset shall in no case be less 
than six feet, The area contained in such offset 
shall, in no case, be included in computing tho 


e 


required area of a court or yard, 


e, 4 one-story open porch nay project into 
a required front yard for a distance not greater 
than eight feet. 


f. No rear yard shall be required on corer 
lots occupied solely by business or industrial 
buildines in Business or Industrial Districts. 


ge. In Rosidence Districts, accessory build- 
ings nay occupy forty (40) percent of the required 
area of a rear yard up to a height of eighteen (18) 
feet above the curb level. 


h. Chimneys or flues may be erected within a 
side or rear yard, provided they do not project 
more than two (2) feet and they shall not obstruct 
ventilation. 


i. In computing the depth of a rear yard when 
the rear yard opens onto a public alley, one-half 
(3) of the width of the alley may be considered to 
be a portion of the rear yard. 


Additional Height Regulations. 


a. In Business and Industrial Districts, a 
dormer, clevator, bulkhead or other structure may 
be erected above the height limit at any level for 
any part of a building, provided its frontage length 
on any given street be not greater than fifty (50%) 
percent of the length of such street frontage of 
such part of thc building, Such frontage length 
of such structure at any given level shall be de- 
ereased by an amount equal to one (1%) percent of 
such street frontage of such part of the building 
for every foot such level is above such height 
limit. If there are more than one such structures, 
their aggregate frontage shall not exceed the 
frontage length above permitted at any given level. 


b. The height reguletions shell not apply to 
the erection of church spires, radio or television 
towers or antenna, belfrics, chimneys, flues, grain 
elevators or gas holders; nor to bulkhcads, ele- 
vator onelosures or water tanks occupyinr in the 
aggregate less than ten (10) percent of the area of 
the roo? on which they are located, 


c. Nothing in this ordinance shall prevent 
the projection of a cornice beyond the street wall 
to an extent of not more than three (3) fect, nor 
prevent the erection above the height limit of a 
parapet wall or cornice extending above such height 
limit not nore than five (5) fect. 
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d, In the Fourth Business and Second and Third 
Industrial Districts, if the area of a building is 
reduced so that above a given level it covers in the 
aggregate, not more than 25 per cent of the arca of 
r ot, the building above such level shall be 
cxenpted from tho height regulations. Such portion 
of the building may be erected to any height pro- 
vided that it sets back from each of its lot lines 
at every level at least one inch for each one foot 
that such level is abow the curb level. 


e. Along a narrower street near its inter- 
section with a wider street, any building or part 
thereof fronting on tho narrower street vithin 200 
feet, measured at right angles to the side of the 
vider street, shall be governed by the height regu- 
letions provided for the wider street. A corner 
building on such intersecting streets shall be 
governed by tho height regulations provided for the 
wider strcet for 200 foet from the side of such 
wider street, measured along such narrower strect. 


Section 17. BOARD OF ADJUSTMENT. 


There is hereby continued the Board of Adjustment, 
heretofore established, consisting of five members, The Board 
shall be appointed by the Board of Commissioners of the City of 
Newark, and shall serve for a term of five years each, or until 
their successors shall be appointed and qualify, except thet the 
present appointees shall continue until the expiration of their 
respective terms. 411 appointments to fill vacancies shall be 
for the unexpired terms. 


Said Board shell exercise the power and authority 
conferred upon it in accordance with 1937 R.S., 40:55-30 to 
40:55-51 and the amendments and supplements thereto. 


Section 18. CERTIFICATE OF OCCUPANCY. 


1. It shall be unlawful to usc or permit the use of any 
building or premises, or pert thercof, horesftor created, 
erected, changed, converted or enlarged, wholly or partly in 
its use or structure, until a certificate of oceupancy to the 
effect thet the building or premises, or part thorcof so 
created, erected, changed, converted, or enlarged and the pro- 
posed use thereof conform to the provisions of this ordinance, 
shall have been issued by the Superintendent of Buildings. In 
the case of such buildings or premises, it shall be the duty of 
the Superintendent of Buildings to issue a certificate of oc- 
cupancy within ten days efter the request for same sh^ll be 
filed in his office by any owner of a building or premises, or 
the part thereof so created, erectcd, changed, converted or 
enlarred and if the proposcd use thereof, conforms with all 
the requirements herein set forth, 


S 


2. 4 temporary certificate of occupancy for a part of 
a building may be issued by the Superintendent of Buildings. 
Upon appliertion from the owner, tho Supcrintendent of Puild- 
ings shall issue a certificate of occupancy for any building 
or premises existing at the tino of passare of this ordinance 
cortifying, after inspection, the use of tho building or 
premises and ether such use conforms to the provisions of 
this ordinance, 


Section 19. DISTRICT BO 


1. Where uncertainty exists with respect to the bound- 
aries of the various districts as shown on the map accompanying 
and m a part of this ordinance, tho following rules shall 
apply 


a, Where the district boundaries are either 
streets or alleys, unless otherwise shown, 
and where the districts designated on the map 
accompanying and mado a port of this ordinance 
are bounded approxinately by strects or alley 
lines, the center line of said street or alley 
Shell be construed to bo the boundary of such 
district. 


b. The district boundaries e ere, unless otherwise 
indicated, either street lincs or lines drawn 
parallel to and one hundred feet back from one 
or more of the street lincs bounding a block, 
Where two or more district designations are 
shown within a block two hundred fect or less 
in width, the boundaries of the less restricted 
district shall be deoned one hundred feet back 
from its street line. Where two or more dis- 
trict designations are shown vithin a block 
more then two hundred fect in width, the bound- 
aries of the more restricted eistriet shall be 
deomed one hundred feet back from its street 
line. 


Section 20. COMPLiTION R ORATION OP FXISTING 
EUL (GS. 
Nothing herein contained shall require any change in the 


plans, construction or designated use of a building for which a 
valid building permit is outstanding, 


Section 21. NEW TERRITORY. 


Whenever lands or territory shall hereafter be acquired 
by annexation, the said lands or territory shall be deened to 
be zoned as it was prior to annexation in the municipa lity from 
which it was acquired. 
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Scetion 22, eee 2322 wi 


The garaging, storaging or parkine of commereial vehin 
eles on any properties, private roads, or public streets, is 
prohibited within th: boundaries of districts designated as 
First, Second or Third Residence; provided, however, thnt 
nothing herein shall prohibit the parking of a commcreial 
vehicle for such reasonable time as may be required in pickup 
or delivery service to such districts. Owners, lessees, occu- 
pants and other persons responsible for, or knowingly permitting 
violations of this Section on properties or private roads, shall 
be guilty of such violations, and the owner and user of any 
vehicle parked or stored or garafed on any public strect, in 
violation of this Section, shall be responsible therefore. 


Section 23. VALIDITY OF ORDINANCE. 


If any article, section, paragraph, subdivision, clause 
or provision of this ordinance shall be adjudged invalid, such 
adjudication shall apply only to the article, section, para- 
graph, subdivision, clause or provision so adjudged, and the 
rest of the ordinance shall remain valid and effective. 


Scetion 24. ENFORCEMENT LEGAL PROCEDURE, PENALTIES. 


This ordinance shall be enforced by the Superintendent of 
Buildings. For any and every violation of the provisions of 
this ordinance, the owner, fencral arent or contractor of a 
building or premises where such violation has been cormitted or 
shall exist, and the lessee or tenent of on entire building or 
entire prorises where such violetion has been committed or shall 
exist, and the owner, general agent, contractor, lessee or tenani 
of any part of a building or premises in which part such viola- 
tion has been committed or shall exist, and the genernl agent, 
architect, builder, contractor or any other person who commits, 
takes part, or assists in such violation or who maintains any 
building or premises in which ony such violation shall exist 
shall, for each and every violstion, and for each and every day 
that such violation continues, be subject to a fine of not more 
than two hundred (3200) dollars, or be imprisoned in the County 
Jail for a term not exceeding ninety days, or both. 
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This Ordinance shall take effect immediately. 411 
ordinances or parts of ordinances inconsistent herewith are 
hereby repealed. 


